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TAGS: ESTC, COCOM, UK, UR 

SUBJ: UK VIBRATION TESTING SYSTEM TO THE USSR 
REFS: A) STATE 50496, B) COCOM (77) 597 

1 . PURSUANT REFTEL, USDEL INFORMED COMMITTEE 2/28 THAT 
U.S. WOULD PROBABLY BE FILING OBJECTION ON REFCASE. 

UKDEL HAS SUBSEQUENTLY WRITTEN USDEL SUGGESTING THAT, 

BEFORE U.S. LODGES OBJECTION IN COCOM, BILATERAL EXPERT 
DISCUSSIONS MIGHT BE ARRANGED TO SEE IF THERE CAN BE 
RESOLUTION OF THE DIFFERING OPINIONS. UK WOULD ASK 
THATCASE REMAIN PENDING SINE DIE IN COCOM UNTIL DIS 
CUSSIONS COMPLETED. 

2. ACTION REQUESTED: INDICATION OF WHETHER US CAN 
AGREE TO UK USGGESTION. 

SALZMAN 

CONFIDENTIAL 
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